From: Mimi Vollum [mimivollum(S>bellsouth.net] 

Sent: 9/14/2017 8:35:00 PM 

To: Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan]; contactgov 
[/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: Atlantic Coast Pipeline 


I urge you both to deny the request for the 401 Water Quality Permit as 
it is much too dangerous for us to be endangering our water supply. 

If we screw up on our water resources, we are cooked!! We just do not 
have adequate assurance & solid scientific information that fracking is 
safe. Thank you. Muriel (Mimi) Vollum 


Mimi Vollum, Ed.D 

704.523.8373 

www.mi mi.myshaklee.com 

“Keeping People and the Environment Healthy” 



